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Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Captain King M.G 
Chief Eng Officer Robertson N 





Chief Officer Preshaw H.E 
2nd Officer Robins M.R 
3rd Officer Bell R.N 

Radio Officer Williamson J.M 

Purser McNeil R 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
Ext 2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
2nd Elect Officer 
Walker J.R 
Saha D.C 
Sen M.D 
Gomes L.D 
Hossien S 


Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 


Godfrey A.P 
MacDonald D.J 
Long G.| 
Lockie M 
Hanks W.R 
Bagshaw F.M 
Dixon W 

Ward C.A 
Palmer R.P 


Captain Taylor J 
Chief Eng Officer Findlay A 





Chief Officer Hursey W.A 2nd Eng Officer Hansen F.G 
1st Officer McLeod K 3rd Eng Officer Auckland B 
2nd Officer Bowers K.P.G 4th Eng Officer Coltman L.T.M 
Ext 2nd Officer Maddison R 5th Eng Officer Davidson G 
Deck Cadet Carmichael |.D Electrical Officer Ritchie R.S 
Radio Officer Reid M No 1 Mechanic Kwong Y 
Purser Rose J.(p) 


Bosun Kank 
Cook Yung T 
2nd Steward FaiL 





Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Arthur K 
Chief Eng Officer Jones R 











Chief Officer Anderson K 2nd Eng Officer Hay W 
2nd Officer Williams J 3rd Eng Officer Blaxland M 
3rd Officer Watson C.T 4th Eng Officer Ratcliffe A.T 
Deck Cadet Stepien R 5th Eng Officer Ratnayake S 
Deck Cadet Davy G.S Electrical Officer Thomas A 
Radio Officer Melia A 2nd Elect Officer Brown F 
Purser Heaslip G No 1 Mechanic Kwong L 
Cook Wong K.F 
2nd Steward Ping C 
Coventry City 
General Cargo - 10,720 d.w.t. 
Captain Saunders P 
Chief Eng Officer Collins R.H 
Chief Officer Jones D.| 2nd Eng Officer MacDonald J.A.M 
2nd Officer Thomas D.H 3rd Eng Officer Murray G.K 


Uncert Officer Gooding J.E 4th Eng Officer Nash B.E 
Radio Officer Emmett R.P 5th Eng Officer Penny D.N 
Purser Bond G.R Jnr Eng Officer Rich D.J 
Electrical Officer Creighton G 
Bosun Wilcox H.W 
Carpenter Szajnik T 
Cook Swann R.W 


2nd Steward 


Scarfe-Cody M 





Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Butler M.J 
Chief Eng Officer Millington G 





Chief Officer Owen H.R 2nd Eng Officer McConnell R.J 
2nd Officer Wilkinson J.K 3rd Eng Officer MacFarlane A 
Uncert Officer Morris R.A 4th Eng Officer Frazer K.A 
Deck Cadet Cooke A.J 5th Eng Officer Wane A 
Deck Cadet Hill R.| Jnr Eng Officer Johnson D.T 
Radio Officer Waller R.A Engineer Cadet Hartley M 
Purser Maldonado A Engineer Cadet Hague J.R 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Electrical Officer 
Tregidgo A.J 
Dey R.C 
Das R.C 
Sardar B 
Hossain M 





Sutherland K 


Gloucestershire 
General Cargo - 10,515 d.w.t. 


Captain Weir R 
Chief Eng Officer Shackleton J.H 





Chief Officer Donnellan M.T 
2nd Officer Creamer D.J 
Uncert Officer Allen D.J.V 
Deck Cadet Browning A.A 
Radio Officer Beyer C.L 
Purser Bristow K.R 


Bosun 
Carpenter 
Cook 

Head Steward 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 
Head Motorman 
Shwe B 
Preston A.G 
Mg T 
Tun T 





Lamont J.D 
Strasdin A.P 
Steinson T.J 
Knowles D 
Brown W.J 
Gahan B 
Davidson R.M 
Moslem 


Pacific Bridge 
Oil/Bulk/Ore Carrier - 79,308 d.w.t. 


Captain Swift K.P.G 
Chief Eng Officer Green H 





Chief Officer Neish R.J 
2nd Officer Green M.D 
3rd Officer Waldron P.A 
Radio Officer Stamford-Burrows C.J 
Purser Miley D 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
2nd Elect Officer 
Glynn K 
Rashid A 
Das P.C 
Ghosh A.K 
Mohd N 


Shropshire 


Cargo Liner - 


Chief Officer Milton W.R.F 
2nd Officer Kumarasinghe K.R 
3rd Officer Baker R.R 
Deck Cadet Christmas P 
Deck Cadet Johnson L.H.M 
Radio Officer Matheson D.M 
Purser Whitefoot-Greenland T. 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


12,060 d.w.t. 


Sykes B 
Stevenson W.A 
Rigby E 
Kearney A.P 
Longworth B 
Prescott R.D 
Burden J 
Chambers K.A 
Jones R.D 


Captain Routledge J.D 
Chief Eng Officer Stokes G.W 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Connors T 
Sk T 

Deb Das T.K 
Hug S 
Hussain T 





Bethell D.W 
Blower J.W 
Webster A.D.C 
Seymour G.F 
Unsworth E 
Harkness L 


Toronto City 
General Cargo - 10,720 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Twamley D.G 





Chief Officer Railton W.A 
2nd Officer Malpass N.H 
3rd Officer Davies I.T 

Radio Officer Cunnison A.J 

Purser Standish R.F 


Bosun 
Carpenter 
Cook 

2nd Steward 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Electrical Officer 
2nd Elect Officer 
Purbrick D.R 
Nicholas D.F 
Ritchie G 
Bennett L.J 


Turner T.A 
Rogers P.S 
Weall A 
Corlett R 
Gorman E.P 
Gard R 


Warwickshire 
General Cargo - 15,924 d.w.t. 


Captain HudsonA 
Chief Eng Officer Ford A.J.K 





Chief Officer Philip B.P 2nd Eng Officer Smith M.D 
2nd Officer Appleton J.K 3rd Eng Officer Powell R 
Ext 2nd Officer Morris T.N 4th Eng Officer Jones A.D 
Deck Cadet Farrimond M.J 5th Eng Officer Chapman K 
Deck Cadet Williams P.G Engineer Cadet Simpson W 
Radio Officer Tracey R Engineer Cadet Cotton A 
Purser Martin H.H Electrical Officer Pugh J.E 
Carpenter Hughes (ch) P 
Serang (Deck) Huq K.M 
Serang (Engine) Chatterjee S.N 
Cook Gomes M 
Storekeeper Allum S.M 





Westminster Bridge 
Bulk Carrier - 73,350 d.w.t. 


Captain Jones E.H 
Chief Eng Officer Milligan T.W 





Chief Officer Reeves M.M 2nd Eng Officer 
2nd Officer Dove J 3rd Eng Officer 

Ext Chief Officer Bath A.L 4th Eng Officer 
Radio Officer Stenton S.W.A 5th Eng Officer 
Purser Thomas G.B Jnr Eng Officer 


Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
2nd Elect Officer 
Bosun Dick J.C 
Carpenter Blease T.V 
Cook Smith W.J 
2nd Steward Dollard E 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Ellis J.W 
Turnbull J.D 
Penman J 
Kyle A.M 
Horsham R.J 
Jesson W 
Nicholson S.A 
Lamb S.G 
Black M 
Hacking A.L 


Captain Clarkson R.J.E 
Chief Eng Officer Griffith H.V 


Chief Officer Gosden D.W.F 2nd Eng Officer 
2nd Officer Birkett R 3rd Eng Officer 

Ext Chief Officer Carlise H.E 4th Eng Officer 
Deck Cadet Buckley P Ext 4th Eng Officer 
Radio Officer Cottier J.C 5th Eng Officer 
Purser Barraclough J Electrical Officer 


Bosun Oliver H.A 
Cook Mackenzie A 
2nd Steward McLeod H,G 





Clark | 

Craig C.G 
Moorhouse F 
Hatch N 
Disley P.M 
Chedotal F.J 


Worcestershire III 
General Cargo - 14,827 d.w.t. 


Captain Clayton D.R 
Chief Eng Officer Peat R 





Chief Officer Bishop N.E 2nd Eng Officer King H.M 
2nd Officer Gibson S.H 3rd Eng Officer Hartharn P.J 
Uncert Officer Hodgkinson J.H 4th Eng Officer Rowland S.W 


Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


McMahon M.T.P 
Heywood G.J 
McKay K 
Kimberley D 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Robinson K 
AliM 
Bhattacharjee M 
Singh D 

Idris M 





Haden R.D 
Mitchell J.C 
McDonagh J 


